J.  W.  COLEMAN,  Sworn  for  the  State.  I  am  the  husband  of  Mrs.  Fannie  Coleman.  Mrs.  Fannie 
Coleman  was  the  mother  of  Mary  Phagan,  who  was  killed  at  the  National  Pencil  Factory.  I  am  the  step 
father  of  Mary  Phagan.  I  have  known  Mary  Phagan  for  about  four  years  before  her  death,  and  she  lived 
with  me  and  her  mother  in  our  home,  from  the  time  of  our  marriage  up  to  the  time  of  her  death.  I  saw 
the  hairs  which  were  taken  from  the  lathe  handle  in  the  pencil  factory.  I  saw  them  at  the  City  Police 
Headquarters.  They  were  exhibited  to  me  by  city  detective  Black.  The  hair  exhibited  to  me  by  officer 
Black  resembled  in  every  way,  that  I  could  tell  by  the  naked  eye  the  hair  of  Mary  Phagan.  I  looked  at 
the  hair  closely  and  did  my  best  to  arrive  a  true  conclusion,  and  to  the  best  of  my  knowledge  and  belief, 
the  hair  exhibited  to  me  by  officer  Black,  as  the  hair  recovered  from  the  lathe  of  the  factory,  was  the 
hair  of  Mary  Phagan,  my  step-daughter,  who  was  killed  at  the  factory.  This  hair  was  exhibited  to  me  a 
few  days  after  the  killing. 


